BEAKED   CAREX, Carex rostmta Stokes

398. Beaked Carex, Carex rostrata Stokes (X f); tufted
perennial up to 3 ft, high; leaves longer than the flowering stem,
i in. broad, tapered to a fine point, margins finely toothed, the
lower reduced to sheaths; spikelets with flowers of 1 sex only
(unisexual), 2-4 of the upper entirely male and sessile (A), the
remainder (D) female and more or less shortly stalked, the stalks

much elongating in fruit; terminal male spikelets (A) the longest,
about 2 in. long; bracts (B, x 2) narrow; stamens (C, X 2) 3;
female bracts also narrow (E, X 3), with a broad pale middle
and brownish margins; utricle (F, X 2-J-) longer than the bract
IB fruit and beaked; style-arms 2; nut ellipsoid, smooth (family
Cyperaceae).-*Male spikelets marked <J, female marked ?.

In British Floras and lists this species is usually called C.
owputtacea Gooden. It is widely distributed from Europe to
Asia Minor and as far east as Siberia*
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